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3, FLASH REPORT AFTER PROCESSING 
C . T YPE X 

D . F . 

E. THE FILM ARRIVED IN GOOD PHYSICAL CONDITION WITH UNDEREXPOSURE 
OF APPROX 1/2 STOP ON ALL FORWARD FRAMES, MEDIUM CONTRAST * t300D 
RESOLUTION, WITH NORMAL METERING f AND OPERATIONAL RECORDING, 

THE CLOCK ON EVERY OTHER FORWARD FRAME IS lit THE IMAGE AREA, A 
SLIGHT MINUS DENSITY LINE DOWN CENTER OF AFT FRAMES • OVERLAP 
AND CLOCKS IN IMAGE AREA IN FRAMES 4 7S-49S,i MINUS DENSITY LINE ON 
FORWARD FRAMES OPPOSITE CLOCK EDGE ON LAST 3RD OF THE MISSION, 
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